Alloy 20 Valve Manufacturer in USA 


Valvesonly is a leading Alloy 20 Valve Manufacturer in USA. Alloy 20 valves are 
industrial components constructed from Alloy 20, a highly corrosion-resistant material 
composed of nickel, chromium, and molybdenum. The Alloy 20 composition provides 
exceptional resistance to corrosive environments, particularly sulfuric acid, making 
these valves well-suited for applications in chemical processing, pharmaceuticals, 
petrochemicals, and other industries where corrosive substances are prevalent. The 
valves are designed to control the flow of liguids or gases within a piping system, 
ensuring reliable and safe operation. 


The working principle of Alloy 20 valves involves the regulation of fluid flow by either 
opening, closing, or partially obstructing the passage within the valve. This is achieved 
through the manipulation of a movable component, such as a disc or a ball, controlled 
by an actuator. Actuators can be manual (operated by hand), electric, pneumatic, or 
hydraulic, providing flexibility in adapting the valve to different operational reguirements. 
The robust construction of Alloy 20 valves ensures longevity and resistance to 
corrosion, enhancing their durability in challenging environments. Visually, Alloy 20 
valves exhibit a characteristic metallic appearance with a polished or coated surface, 
and they come in various designs and sizes to accommodate different applications 
within diverse industries. 


We manufacture Alloy 20 Valve of the following types: 


e Alloy 20 Gate Valves 
e Alloy 20 Ball Valves 

e Alloy 20 Check Valves 
e Alloy 20 Globe Valves 


e Alloy 20 Diaphragm Valves 

e Alloy 20 Plug Valves 

e Alloy 20 Butterfly Valves 

e Alloy 20 Pressure Relief Valves 
e Alloy 20 Needle Valves 

e Alloy 20 Control Valves 


Advantages: 


e Corrosion resistance 

e Versatility 

e Durability and longevity 

e Temperature resistance 

e Wide range of applications 

e Reduced risk of contamination 

e Ease of maintenance 

e Compliance with industry standards 


Industries: 


e Chemical processing 

e Petrochemicals 

e Power generation 

e Marine and shipbuilding 
e Oil and gas 

e Water treatment 

e Textile 

e Paper and pulp 

e Aerospace 

e Mining 


Description: 


e Available material: Alloy20 (N08020) 

e Size: 1/2” to 12” 

e Class: 150 to 2500 

e Nominal Pressure: PN10 to PN450 

e Ends: Socket Weld, Flanged, Wafer, Lug, Threaded, Buttweld 

e Operations: Lever Operated, Handwheel, Electric Actuated and Pneumatic 
Actuated, Gear Operated 


Visit us: https://valvesonly.com/product-category/alloy-20-valves/ 


Our Address: 


80, Broad Street, 
Manhattan, New York, 


10004 


